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Quepos 


35 Lindora Liberia 


Quepo Cabo Vel 
2519-9733 4701-494 4035-1212 4000-6762 


E WWW metropo itanocr. com 
ORDER: 25-220401906 REPORT:FINAL 
NAME: Tulio Patella Camerlati AGE: 28 YEARS 
SEX: MALE DATE OF BIRTH: 18/MAY/1994 
PATIENT ID: 48850409 ENTRY DATE: 07, October, 2022 17:00 PM 
DOCTOR: 


REPORT DATE: pg. October, 2022 02:26 PM 
Molecular Biology 


TEST RESULT UNITS REFERENCE RANGE 
Coronavirus SARS-CoV-2 (COVID-19) 
Result NEGATIVE for SARS-CoV-2 


Method: Reverse transcription polymerase chain reaction (RT-PCR) 


Type of Sample: Oropharyngeal and nasopharyngeal swab 
Sign MQC:DR. VICTOR MONTERO, 2114 Date Printed: 24/Aug/2022 02:27 


